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Lieut. Goodenough, Observations of Comet II. 187 

work resting on a foundation of brick, in which apertures are left, 
allowing a free circulation of air beneath the floor. The whole is 
screwed together, so that it may easily be taken to pieces; indeed, 
having had occasion to change my residence twice, I have removed 
it with me. The roof is covered with galvanised iron, and the 
whole is painted on the outside and varnished within. The entire 
cost of the observatory amounts to the sum of 37Z. 105. $d. 

“ March z%th, 1854.^ 


Observations of Comet II., 1854, by Lieut. James S. Goodenough, 

H.M.S. Centaur. 

{Communicated by the Astronomer Royal) 

April 7th, 1854. 

At Porto Grande, Island of St. Vincent, C. Verds. 

Lat. 16° 51'-N.; Long. 25 0 4' W. 


Greenwich Mean Time . 27™ 24* 

Obs. Dist. from Aldebaran . 19 0 13' o" 

Altitude of Aldebaran . 27 30 o 

Altitude of Comet. 8 15 o 


There was only time for a single observation, as the comet was low, and 
shortly after was hid by clouds. 

Index Corr. + 20"; Height of Eye, 18 feet. 

April 8 th, at Sea. 

Lat. 17 0 20' N.; Long. 24 0 3c/ W. 


Greenwich Mean Time. 9 h 12® 39 s 

Obs. Dist. from Sirius . 57 0 5' 40" 

Obs. Dist. from Capella . 40 33 o 

Obs. Alt. of Sirius . 44 20 o 

Obs. Alt. of Capella . 37 15 o 

Obs. Alt. of Comet . . 12 30 o 


Index Corr. + 20"; Height of Eye, 18 feet. 

April gth, at Sea. 

Lat. 20 0 12' N.; Long. 23 0 15' W. 


Greenwich Mean Time.. 8 h 58® 20* 

Obs. Dist. from Sirius . 54 0 36' o" 

Obs. Dist. from Capella . 40 21 40 

Obs. Alt. of Sirius . 43 25 o 

Obs. Alt. of Capella . 40 20 o 

Obs. Alt. of Comet .. 16 15 o 


Ind. Corr. + 20"; Height of Eye, 18 feet. 
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188 M. Argelander, Minima of Algol. 

Aprifi l oth , : at Sea. 

Lat. 22 0 45' N.; Long. 22 0 12' W. 


Greenwich Mean Time ... 9 h 2 m 44 s 

Obs. Dist. from Oapella _ 40° 20' 10" 

Obs. Dist. from Aldebaran .. 13 38 1 b • 

Obs. Alt. of Capella . 39 35 o 

Obs. Alt. of Aldebaran . 27 45 : o 

Obs. Alt. of Comet. 13 30 o 


The comet was so dim that Sirius (being in an inconvenient position for 
holding the sextant) could not be observed. 

Index Corr. + 20"; Height of Eye, 18 feet. 


Minima of Algol and S Qancri for 1854 (Mean Time Paris). 

By Prof. Argelander. 

Minima of Algol. 


1854., . 

h m 
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Sept. 29 

14 58 
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u In computing this ephemeris, I assumed!, as a starting point, 
the minimum of 1853, October 23, io b y m 37^ MtS. r Paris, which 

^ ^Ttie eMierhMMa are here biisittecL‘ 
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